STYLE REF: RF206 AARock Fall’ 


STYLE NAM Es FARRIER INDUSTRY DEFINING SAFETY FOOTWEAR 


SPECIFICATION: EN ISO 20345:2011 S3 HRO SRC | UK 6-13 (WHOLE SIZES) | COLOUR: BROWN 


STEEL TOE CAP AND COMPOSITE MIDSOLE PROTECTION, FARRIER IS HIGHLY ROBUST AND DEVELOPED 
WITH SPECIALIST DURABLE MATERIALS INCLUDING GOODYEAR WELTED NITRILE RUBBER OUTSOLE, 
HIGH QUALITY WAXY FULL GRAIN LEATHER, HIGHLY DURABLE LEATHER PULL LOOP AND LEATHER 
COVERED SIDE ELASTIC. 


CHONCKORCIONS) 


step 


Upper Material 

LWG Water repellent waxy full grain leather 

Protective Components 

Protective steel toecap, composite anti-penetration flexi-midsole 
Lining Materials 

Moisture wicking breathable 100% post-consumer recycled polyester 
Outsole 

Shock absorbing Nitrile Rubber outsole 

Footbed 

Activ-Step Anti-fatigue 100% post consumer recycled polyester upper 


Find this product at https:// www.rockfall.com/products/Farrier 
Browse all products at https://www.rockfall.com/products 


PROUDLY MANUFACTURED BY ROCKFALL UK, MAJOR HOUSE, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS. UK 


